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Inspection Report 


Bhagavan Antte 

TIGERS 

Customer ID' 9276 

asi Folly Ranch Lane 

Myrtle Beach, SC S3S06 

Certificate- 66-C'Ct16 

Site- TRA 


VARIOUS tPAVEL LOCA.nONS 


Tyije- ROUTINE INSPECTION 


Date- 001-05-2014 


There were no noncompliant items identified al the time of ihe inspection 


MOTE - (nspectwn oortducted at tihe flenaissance Faire located m Carver, MA. Exit interview held 1 on-site 
with facility raprasentaliva. 

MOTF - This is an etectnonic version of the haixlwritten report dated 1 CVS/1 4 delivered to the facility representative at 
time of Ihie exit inEarviaw. 


■END OF REPORT- 
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PAULA GLADUE, Y M D 


PAULA S GLADUE, V M D U&DA, APHIS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 1054 


(b)(e), (b)( 7 )(c) 


Papa 1 iV 1 


Date; 

Od-OS-MH 


Date; 

Od-OS-2014 
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